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March 28, 1994. 


Donna Staunton, 

Tobacco Institute of Australia. 


Dear Donna, 

RE: ARTICLE, AUSTRALIAN SAFETY NEWS, MARCH 1994 
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I am forwarding a letter from Peter Hobday enclosing two articles, which may be of some 
interest. The second article entitled M Court&£@*td-Oui Sliong Sigtiala e»-Eassive Smoking" is 
arguably misleading in that it suggestsTlieFull Court made findings concemingfrto^leged 
risks of ETS. Perhaps this wa^fants a response from the Tobacco Institute. 


Best regards. 
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GREGORY L FOWLER 


c.c. D. Davies 
J. Hargrave 




Source: https://www.industrydocuments.ucsf.edu/docs/rkfkOOOO 







